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pate : $422 3 FEB 61 


so + DIRECTOR 
= 25X1A 
action: OPS (1,253.4) 
mro : S/C (5) 

Mw 


A. CHANGE TO 2. 
B. 63/19¢92 
25X1A  [______] FULLY RECOVERED AND IRRITATION MUCH LESS SERIOUS 


THAN INITIALLY SUSPECTED. HE HAS BEEN RETURNED TO FULL DUTY STATUS. 
END OF MESSAGE 
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